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NARA RG104, Entry 1, Box 150 


Mint of the United States at Philadelphia, Pa., 
Engraver’s Department, 
February 2, 1888 


Sir 
I have examined the dies returned from the Mint of the United States at San Francisco 


and find the following reverse dies have not been in use consequently and be put in stock and 
held for future demand, viz 



































Double Eagle 1 reverse no 5 
Eagle 6“ nos. 17, 18, 19, 20, 21, 22 
Half Eagle 10 “ nos. 23, 24, 25, 26, 27, 28, 29, 30 
uy 31 and 32 

Standard Dollar 7“ Nos. 116, 117, 118, 119, 120, 121, 122 
Dime Wn No 64 

Very respectfully, 

Chas. E. Barber 

Engraver 


Hon. Daniel M. Fox 
Superintendent 


